APPOMATTOX COURT HOUSE.

From Surveys

under the direction of Bvt. Brig, Gen. N. MICHLER,
Maj. of Engineers,

By Command of

Bvt.  Maj. Gen'l A,   A.    HUMPHREYS,

Brig. Gen'l & Chief of Engineers.

1867.
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